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Description: 

Gastric Bypass Surgery. Patients who have undergone gastric bypass surgery at our facility have 
experienced tremendous results. The procedure entails creating a small stomach pouch and 
bypassing several feet of intestine. 

An established operation that has been used to treat obesity for more than 40 years, the gastric 
bypass entails creating a small stomach pouch and bypassing three to five feet of intestine. Obese 
patients typically lose 50-75 percent of their excess weight. Type 2 diabetes is resolved in 80 percent 
of patients. 

Gastric Balloons. Gastric balloons (also called intragastric or stomach balloons) are temporary, 
removable devices that are placed in the stomach by endoscopy (through the mouth) and can remain 
for up to six months. Patients with a BMI above 30 are eligible for gastric balloons. Balloons help to 
achieve weight loss by taking up space in the stomach, thereby restricting food intake. 

Keywords: 

Weightloss surgery, bariatric surgery, gastric sleeve surgery, gastric by pass, loose weight fast, fast 
weight loss, weight loss options, how to really loose weight, loose weight surgery, weight loss 
surgeon, bariatric surgeon, Hollywood, FL 


https://web.facebook.com/pg/Gastric-Bypass-Surgerv-369007263829946/ 

https://www.qooqle.com/maps/place/Gastric+Bvpass+Surqerv/(a)26.0335369,- 

80.1812672,17z/data=!3ml!4bl!4m5!3m4!ls0x0:0xd33dc91f92b55231!8m2!3d26.0335369!4d- 

80.1790785 


https://twitter.com/surgery gastric 


Category: Weight Loss Service, Surgeon 








